~Tpi hi 


Dear H* Cx 


I am writing to inform you of my new address. 

M y old address was: 

Edward Williams 
38 Churchill St. 

Kingston, Ontario 
Canada 

M y new address is: 

Edward Williams 
205 Bagot St., Apt. 403 
Kingston, Ontario 
Canada K 7 L 5G6 


Sincerely yours, 



Edward R. Williams 


